HOMAN CATHOLICS AND MEMBERS OF ESTABLISHED CHURCH 
(IRELAND). 



RETURN to an Order of the Honourable The House of Commons, 
dated 6 May 1 863 ;—for, 



RETURNS “ of the Number of Roman Catholics in Ireland in the Years 
1834 and 1861 

« Of the Number of Members of the Established Church in Ireland in the 
Years 1834 and 1861 

« And, showing the Proportion of Roman Catholics to Members of the 
Established Church in 1834 and in 1861 respectively.” 



Number of Roman Catholics in Ireland. 



In 1834 ------- 6,436,060 

In 1861 ------- 4,505,265 



Number of Members of the Established Church in Ireland. 

In 1834 853,160 

111 1861 691,872 



Proportion of Roman Catholics to Members of the 
Established Church. 

In 1834, 100 Roman Catholics to 13-25 Members of the Established Church. 
In 1861, 100 Roman Catholics to 15-35 Members of the Established Church, 



By order of the Census Commissioners, 

Henry Wilkie, Secretary. 



Census Office, Dublin, 
14 May 1863. 
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